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3. REPORTING FACILITY ( List all locahons where animals were housed or used in actual research, testing, or e«peri.,;ntellon, or held for tbese purposes. Attach addidonal sheets If neoessa~ 


FACILITY LOCATIONS ( Sites ) ■ See Atached Listing 


^PORT OF ANIMAL S USED BY OR UNDER CON TROL OF RESEARCH FACILITY I Atbch addUiortal .h»t. if neceaMrv or u.. APHIS Form 7023A ) 



Animals Covered 

B. Number of animal 
being bred, 
conditioned, or 
held for use in 

By The Animal. 

teaching, testing, 

Welfare Regulations 

experiments, 


research, or 
surgery but not ye 
used for such 
purposes. 


C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
Involving no pain, 
distress, or use a 
pain-relteving 


Nurrtisr of animats upon 
which experlmenis, 
leaching, research, 
surgery, or tests were 
coiducted Involving 
accompanying pain or 
distress to the animals an 
for w4ilch appropriate 
anesthetic, analgesic, or 
tianquillzlng drugs were 


. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted Involving 
acconpanylng pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or lianquiliz 
drugs would have adversely effected the procedures, res 
or inteipretation of the teaching, research, experiments, 
surgey, or tests, ( An explanation of the pfocedutBS 
produdng pain or distress in these animals and the reast 
such drugs were not used must be attached lo this report 


TOTAL NUMBER 
OF ANIMALS 

{ COLUMNS 
C+D+E) 


4. Dogs 


5, Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-human Primates 



2 ) Each principal investigator has considered attematives to painful procedures. 

bnef explanation of the exceptions, as well as the species and nunher of animals affected. " addition to identiying the lACUC-approved exceptions, this summay int 

4)jrhea;TOve,ennanan for this researohfadliy ha. appropnateauthony .censure the prowslon of adequate velennay care atKi to ov^ the 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
ief Executive Officer or Legally Responsible Institutional Official ) 














